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TAGS: ESTC, COCOM, US, PL 

SUBJECT: US HYPOID GENERATORS TO POLAND - IL 1088 

REF: COCOM DOC. (75) 25 (STATE A-9337; OCDOC. 5144, 

SPL 1) 

REFCASE, WHICH IS ON AGENDA FOR JAN. 28 COCOM MEETING, 
HAS BEEN DRAWN TO OUR ATTENTION BY GERDEL. HIS 
AUTHORITIES HAVE NOTED THAT UNIT COST (INCL ACCESSORIES) 
OF THE TWO GENERATORS HERE IS $83,721, WHILE THAT OF 
THE GENERATOR IN OUR (74)2444 (STATE A-8848; OC DOC. 

5144) IS ONLY $61,000. THEY WOULD APPRECIATE 
CLARIFICATION OF THIS WIDE DISPARITY. HE DID NOT SAY 
WHETHER HE WOULD HAVE TO RESERVE IF THIS WERE NOT 
AVAILABLE BEFORE SCHEDULED DISCUSSION. PLEASE INSTRUCT 
ASAP. 
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